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From the Raw Steel to 


the Finished Saw— 


Every step in the manufacture is handled by men skilled in 
their Art. Each process is handled by experts. Every saw is 
carefully inspected and tested before being forwarded to the 
next department. When the final test and inspection has been 
made, Geo. H. Bishop & Co. place their seal of warranty on 
the saw and you have the Product of the Greatest Saw-Making 
Organization in the World. 

The Greyhound 

A Saw that will run fast and cut easy. A Saw finely adjusted, 
tough and flexible. 

Good Mechanics appreciate good tools. We ofifer these Saws, 
confident that they will please you, recommend them to your ^ 

fellow builders. They are a superior Saw and will serve / 

you long and well. jt. 

Wc refund money if 30-day trial does not prove our guarantee. 

Geo. H. Bishop & Co. 

Lawrenceburg, Ind. ^ 
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Prices 


Made in Both StraiKht 
and Skew Back, also 
Ship Carpenwrs Pattern. 

Length. 18 in.$2.35 net 

Length, 20 in. 2.50 not 

Length, 22 in. 2.65 net 

Length. 24 in. 2.80 net 

Length. 26 in. 3.00 net 

Length. 28 in. 3.30 not 

Length. 30 in. 3.65 net 

Packed one in u box. 
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BISHOP’S BULLDOG No. 200 


The recent laws enacted in various cities prohibiting the mechanic from carrying saws and 
other tools projecting from the old style tool box in public conveyances, necessitated the adop¬ 
tion of the suit case box and prompted the invention of the Bull Dog design hand saw, which 
possesses a twenty-six inch cutting capacity and reduced in length to be carried with safety in 
a twenty-six inch space. It is especially recommended for cutting heavy lumber and particularly 
for sawing rafters; its symmetrical lines and even balance permits constant use without tiring the 
wrist. A trial will convince the most critical mechanic of its efficiency. 

Made from high grade alloy steel, highly polished blade, 
carved apple handle and four polished brass screws. Fully 
Warranted. Made in both Straight and Skew Backs. 

PRICES 

Inches . 18 80 88 84 86 88 

Price, each. . $1.60 $1.80 $1.70 $1.86 $8.00 $8J6 

Packed one'itt a boa 

GEO. H. BISHOP & CO. 

Lawrenceburg, Indiana 
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No. 300 GREYHOUND 

A Masterpiece of the 
Sawmaker’s Art 




No. 

HIGH 


250 

SPEED 


qualF^ our. pride 

One of Many 

Testimonials ^ 1 

/ 1 

\ 5 ? 2325 -^ 0 =?:' 

; qj2, J{i<I ' 


No. 75 
flooring 


No. 10 
PATENT 
BACK 


No. 200 
BULL DOG 


IF NOT FOUND AT YOUR DEALER'S. FULL INFORMATION CAN BE HAD BY WRITING 

GEO. H. BISHOP & CO. 

Makers of Fine Hand Made Hand Saws UWRENCEBURG, INDIANA 

WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN CARPENTER AND BUILDER 
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